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The simplest modification of the dynamic extraction method using cottonwool filter ba¬ 
sed on the Baermann funnel principle, is described. This modification excludes the funnel 
because a great share of sticky worms attach to sloping walls of a funnel and thus do not re¬ 
ach the collector Eppendorf tube. But the main principle of the Baermann funnel is used, 
i. e. sinking down of actively moving heavy narrow bodies via wide holes of filter and thus 
separating the active worms from passive non-Brownian moving substrate particles, which 
do not pass the filter and remain above it. This principle is illustrated because it has never 
been described before. In the proposed modification any sloping walls in the extraction 
paths are excluded and thus the probability to attach sticky nematodes to walls is also exc¬ 
luded; only cylindrical equipment with abrupt vertical walls is used; procedures are extre¬ 
mely simplified to be user-friendly for beginners: only filter (cotton pads), Eppendorf tu¬ 
bes, plastic glasses and narrow PVC tubing are applied. The new simplified modification 
allows one to collect nematodes by non-professional workers, e. g. in Polar expeditions 
without microscopic study of results. As an addition, an efficient method to maintain ext¬ 
racted nematodes alive is proposed, using the «effect of water film» in foam rubber inside 
the Eppendorf tube. To maintain nematodes alive during several months it is recommended 
to suppress bacteria via addition of 0.2—0.4% formaldehyde solution and then keep the 
tube with nematodes in a refrigerator. 

Key words', nematodes, field extraction technique, nematode collection in Polar expedi¬ 
tion, Baermann funnel modification, alive nematode storage. 
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npe/jJioaceHa MeTO^HKa 3KCTpaKUHH HeMaTO£, npe/jcTaBJunomaa MO£H(f>HKauHio Bopo- 
HOUHoro MeTo^a EepMaHHa. MoOT^HKauua HCKJHonaeT Bopomcy, ho coxpaH^eT bojiokhh- 
CTBIH (J)HJIBTp KaK OCHOBy pa3£eJiemW HeMaTO^ H nOCTOpOHHHX HaCTHU 3a CHeT aKTHBHOrO 
npoHHKHOBemw HeMaTO# ckbo3b nopti (])HJiBTpa c o^HOBpeMeHHBiM oce^aHHeM uojx #eii- 
CTBHeM chjibi TJDKecTH. HjuiiocTpHpoBaH paHee He o6b^chhmbih npiiHiuin TjencTBHfl CTa- 
poro 3MnHpii r recKoro MeTO/ja EepMaHHa, h b hob oh m o jjh (J) hk auHH npoH3Be^eHO ynpoiue- 
HHe MeTO^HKH C O^HOBpeMeHHBIM nOBBIHieHHeM 34)$eKTHBHOCTH: BBIXOft HeMaTO/J ropa3- 
£0 BBIHie, neM B KJiaCCHHeCKOM MeTO^e BOpOHKH, TaK KaK HCKJIIOHaeT COnpHKOCHOBeHHe 
jiunKoro Tena nepBfl c HaKJioHHoii noBepxHocTBio h CTporo cne^yeT npHHiuiny oce/jamni 
HeMaTo^ b UHJiHH^pe c BepTHKajitHBiMH CTeHKaMH. HoBaa MO^H({)HKauHa MeTOflHKH /jony- 
CKaeT «cjienoe» HcnojiB30BaHHe 6e3 npocMOTpa pe3yjiBTaTa Ha MecTe h Mo^ceT 6 bitb hc- 
nojiB30BaHa He npo(j)eccHOHajiaMH, HanpHMep, TexHHuecKHM nepcoHajioM /jajiBHHX nojiap- 
HBIX OKCne^HnHH. 3 0n0J[HHTei[tH0 npejJJIOaceH 3 (J) (J)eKTHBHBIH MeTO/J COXpaHeHIHI 3KCTpa- 
THpOBaHHBIX HeMaTO^ 2KHBBIMH, C03/jaHHeM B npoSupKe XpaHeHHM «3({)4)eKTa BO/JHOH 
njieHKH». fljui coxpaHemni HeMaTO/j >khbbimh b TeneHHe HecKOJiBKHX MecaueB HeoOxo^H- 
mo £o6aBHTB bo^hbih pacTBOp (J)opMajiHHa b KOHijeHTpaqHH 0.2—0.4 % cfiopMajiB^erH^a 
j \ ji % no^aBJieHHH pa3BHTHfl SaKTepHH. 

KnioHeebie cjioea : HeMaTO^Bi, mcto^bi nojieBoii 3KCTpaKijHH, c6op HeMaTO# b nojnip- 
hoh 3Kcne^HUHH, BopoHKa EepMaHHa, coxpaHeHHe ^chbbix HeMaro/j. 


Methods of extraction of nematodes, i. e. separation of roundworms from the 
substratum, may be divided in three groups: centrifugal, dynamic and flotation 
ones (Van Bezooijen, 2006; OEPP/EPPO 2013; Ryss, 2015; De Ley et al, 
2016). Centrifugal methods are based on the mass density (specific gravity) of 
the extraction solution, which may be equal to the specific gravity of nematodes 
(s. g. 1.13—1.20 g/sm 3 ) or more than this value. Centrifugal flotation includes 
two phases: at the first phase after centrifugation in water nematodes and subst¬ 
ratum are sedimented to separate them from more floaty organic matter, and at 
the second stage a sediment of the first stage are mixed with saturated MgS0 4 
solution (s.g. 1.15—1.2 g/cm 3 ) and then centrifuged; as a result nematodes float 
up and the supernatant is to be quickly washed with water on a 20 pm sieve, to 
avoid nematode bodies distortion from concentrated saline solution. The met¬ 
hod needs a centrifuge and thus can be used only in the laboratory; as a solution 
of the heavy specific gravity (s. g.) the saturated solution of magnesium sulfate 
(MgS04 * 7H20) or the sucrose solution are used commonly. The flotation me¬ 
thod includes the flux of air bubbles through the water suspension of nematodes 
and the substratum; nematodes (as inhabitants of water film) are attached to 
bubbles and float up with bubbles to the water surface; then the upper layer of 
the suspension is poured and it is washed again on a sieve to concentrate the ne- 


58 


Nematodes 

and 

detritus particles 



Accumulation of 
actively moving 
nematodes 


Detritus particles 
immovable, 

remaining Nematodes are 

above filter heavier than 



Fig. 1. General principle of Bearmann Funnel technique. Active moving nematodes sink «step by 
step» through porous filter (here illustrated as stair steps), whereas motionless mineral and organic 
ground particles remain above the filter (on the upper stair, left). 


matode suspension. This method needs large consumption of water saturated 
with air under pressure and again can be used only in laboratory conditions. 

The oldest and the most economic among the extraction techniques is the dy¬ 
namic method that is known commonly as «Baermann funnel». While using this 
technique, nematodes pass through a fibrous (cellulose or cotton) filter sinking 
down in a container filled with water whereas the particles of substratum both 
light and heavy do not pass and they are located above the filter. When I started 
to work in nematology I asked my teacher E.Kirjanova and E. Krall why only 
nematodes can pass the filter and not the soil particles, because Baermann as the 
author of technique did not give an explanation of his method principle. Later 
when I did my research in foreign nematology laboratories and was participa¬ 
ting in a nematological meeting 1 addressed the same question to leading nema- 
tologists. Nobody could explain the key principle of Baermann’s technique, ho¬ 
wever, the specialists shared an opinion that the funnel method is purely empiri¬ 
cal, classical, and it allows to extract only part of nematodes because the latter 
have ability to penetrate small pores in the substratum. 

When 1 looked at nematodes locating on the sieve I saw how nematodes per¬ 
manently flexing like snakes, occasionally insert the anterior body part via the 
sieve mesh. Gradually their anterior ends and other parts follow the anterior one 
during undulation movement and under gravitation. Thus all the nematode bodi¬ 
es pass into the lower plane of sieve meshes occurring below a sieve and then 
sink down to the bottom because their specific gravity is higher than that of wa¬ 
ter (1.15 g/cm 3 vs 1.0 /cm 3 ). The particles of the substratum are not movable and 
they are located on the upper surface of the filter (fig. 1). I came to a conclusion 
that while the filter itself is an analogue of sieve but it is more irregular in its 
mesh shape and size than the nylon one. Thus in Baermann extraction technique 
the same process of sinking down of actively flexing thin body with a diameter 
smaller than a sieve mesh, may take place, like a ball is rolling down the stairs, 
while the fixed dust remains upstairs (fig. 1; Ryss, 1986, 2015). Accepting such 
assumption, I tried to simplify the Baermann method to make it usable by 
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non-professional collectors in a field survey. Simultaneously some simple ways 
were used to improve the method’s efficiency. 

The goal of this paper is a description of a simplified method of field extr ac¬ 
tion using the above-mentioned principle of «Baermann funnel». 

The main inconvenience of the Baermann technique was exactly a funnel it¬ 
self, which plays a role of a concentrator of the nematode suspension. Nemato¬ 
des pass the filter and then sink down onto a sloping inner surface of a funnel 
and then they roll down into a lower container. But because of their sticky surface 
coat they attach to the imier funnel surface (especially to a plastic one) and thus 
they do not sink with 100 % efficiency. This effect was not recognizable in the 
19th century when the method was proposed, because at that time funnels were 
prepared from glass, while plastic materials were invented later. However, now in 
field conditions the plastic funnels are used because they are lightweight and shat¬ 
terproof. Nematodes cling immediately to a plastic surface and after that they 
cannot be moved by a needle without rupturing the nematode body. The surface 
coat acts as a glue attaching the nematode to the plastic. This fact is well known 
to all nematologists working with plastic equipment: Petri dishes and slides. 

Because of this in the modification of Baennan technique proposed below 
the same cottonwool filter is used as in the original technique, but all walls of 
the extraction chambers are sharply vertical, to exclude the sedimentation of ne¬ 
matodes on any surfaces except of the bottom. While the filtration of nematodes 
through cottonwool needs the dispersion of substratum over the maximum area 
of the filter, whereas the final suspension has to be concentrated in a narrow Ep- 
pendorf tube, so the extraction procedure is logically divided into two subsequ¬ 
ent phases: a) extraction on a wide filter area, b) concentration of the purified 
nematode suspension via the sedimentation in a narrow cylindrical tube with the 
Eppendorf tube attached from below as a tip. From a previous version of the 
method (Ryss, 2015) the newly proposed technique differs in the use of a double 
filter made from the standard cotton pads from supermarket, as well as in chea¬ 
per and more reliable materials of extraction chambers and tubes. Application of 
this wares saves time in field monitoring and make the extraction easier and 
cheaper. 


1. METHOD OF NEMATODE EXTRACTION 

a) Extraction of nematodes on a filter in the «sieve» chamber 
To prepare the extraction chamber four 250 ml transparent plastic cups (for 
water and juice) are used. Cups are sold in a package inserting one into another 
because of their slightly subconical shape, very close to the cylinder. Three cups 
are rotated bottom up and then their bottoms are removed with a utility knife 
closely to the border of the bottom circle; however, the fourth (lower) cup rema¬ 
ins uncut (fig. 2, A, B ). Two cut cups are dipped in water with cut ends to insert 
the filter more easily. Cotton pads (which are sold in supermarkets in column 
packages) are used as filters. Each pad is double. It contains two tissue layers 
with a loose cottonwool layer in-between. To prepare a filter, a pad is divided in 
two layers and one layer is inserted on the previously moistened cut bottom of a 
cup; borders of this pad layer have to be extended equally beyond the edge of 
the cut bottom. These borders are pressed with hand and thus fixed on the mois- 
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Fig. 2. Nematode extraction. 

A — four 200 ml subconical plastic beakers which may be inserted one into another. B — bottoms of three bea¬ 
kers are to be cut with a scalpel; the fourth one will be a water container. C — three clipped beakers are turned 
bottom up and two cotton pads are put on, thus pads are jammed between the beakers, forming an extraction «sie- 
ve». D — the substrate with nematodes is put into the «sieve» (which turned again bottom down), and the «sieve» 
is immersed into the fourth beaker filled with water, for 12—24 hours. E — removing of the «sieve», active ne¬ 
matodes passed through a filter and retain in water in the beaker below. 


tened sides of the cup. The second cut cup is inserted atop and thus the first pad 
layer is jammed between two cut cups, forming a «sieve» (fig. 2, C). While the 
upper cup bottom is also moistened, the second pad layer is inserted above, and 
the third cut cup is placed atop (fig. 2, Q. As a result, the «sieve» chamber of 
extraction is ready. It must be rotated in the normal position (bottom down), the 
substratum with nematodes (soil, wood chips, or a cut insect) is to be placed in 
the chamber, and the latter is placed into the fourth cup filled with water (fig. 2, 
D, E ). The chamber sink into water of the fourth cup under its own weight, no 
pressing must be used to avoid filter damage or forming air bubbles under the 
filter. The double filter is used to avoid occasional mistakes arising in prepara¬ 
tion of the chamber and the substratum insertion into it, e. g. filter damage or fil¬ 
ter border release from jaw between cups. Time of extraction must be not extre¬ 
mely long otherwise some nematodes may die because of the oxygen deficiency 
in the water column (the majority of nematodes live usually in the water film of 
air bubbles and not in water itself); to obtain clean water suspension of live ne¬ 
matodes time of extraction has to be 6—12 hr. But if the goal of extraction is to 
evaluate the total nematode number in substratum, and if the deaths of extrac¬ 
ting nematodes are acceptable, the extraction of 24 or 48 hr can be used. To ext¬ 
ract nematodes from insects it is better to replace water by the physiological sa¬ 
line solution isotonic to hemocoel (0.9 % NaCl) and to use only 3—5 hr extrac¬ 
tion to avoid a substratum decay. 
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Fig. 3. Final phases of extraction. 

A — quick removal of the «sieve»; nematode suspension retain in bottom beaker; B — using a syringe with capil¬ 
lary tubing, a slow removal the upper layer retaining 1 cm water layer (Q; D — the suspension shaking and pou¬ 
ring it into the 25 cm long PVC tubing construction with 1.5 ml Eppendorf tube at the end, for 1 hr; E — a slowly 
removal the upper layer of water with a syringe from the Eppendorf tube until its conical part, thus creating an air 
volume for the nematode respiration; F, G — additional cleaning the dirty suspensions: F — insertion of the cot¬ 
tonwool wad into the cut intermediator Eppendorf tube, previously filled with water. G — a 25 cm PVC tubing 
inserted on the double Eppendorf tube column with the cottonwool wad inside, the dirty nematode suspension is 
poured in it, maintaining the vertical position of a tubing construction for the 5 hr extraction. Signs marked parts 
of the extraction tube construction: coll — 1.5 ml Eppendorf tube-collector; cwl — cottonwool tampon; hole — a 
hole in upper «loop» Eppendorf tube; imdr — intermediator Eppendorf tube (cut at both ends); loo — «loop» Ep¬ 
pendorf tube; pvc 1 — main 25 cm PVC tubing (diam. 10 mm); pvc 2 — 1 cm PVC tubing (diam. 8 mm). 


b) Concentration of the extracted suspension in a cylindrical flexible plastic 
tubing ending with an Eppendorf tube 

After extraction all nematodes passing through the wide filter are inside of 
the chamber. They must be collected into a narrow 1.5 ml Eppendorf tube. To 
concentrate the nematode suspension, a 20—25 cm PVC cylindrical tube is used 
with a diameter equal to the outer diameter of the Eppendorf tube, i. e. 10 mm. 
Nematodes sink down in the column of water in a tube under the force of speci¬ 
fic gravity exceeding this value for water (1.13—1.25 g/cm 3 vs. 1.0 g/cm 3 ) 
(fig. 3, D). While floating down in a tube the suspension can be additionally cle¬ 
aned from debris particles occasionally passing the filter slits. Slits may appear 
as a result of filter rupture during chamber preparation, or during the immersion 
of substratum into the chamber, or as a result of activity of other invertebrates: 
mites, insect larvae, oligochaetes. An additional filter is inserted into the tube 
only as an exception if the pollution of the suspension is evident; usually the 
suspension is clean and the simple sedimentation without any additional filter is 
to be used. Therefore here below I describe both versions of the tube applica¬ 
tion: a) with simple sedimentation in a long tube, b) with additional cleaning of 
the suspension using a cottonwool filter inserted in a tube just before the collec¬ 
tor container (i. e. Eppendorf tube). 
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2. THE TUBING SYSTEM CONSTRUCTION 


The tubing system parts are collected from an electrically insulating PVC tu¬ 
bing, which is an extraordinary cheap material that can be bought in electric su¬ 
permarkets. For extraction tube construction the PVC tubing of two different di¬ 
ameters are used, taking into consideration that the final place of the nematode 
suspension is a 1.5 ml Eppendorf tube: the main 25 cm PVC tubing part has its 
inner diameter matching the outer diameter of the Eppendorf tube (10 mm) whi¬ 
le the 1 cm PVC intermediate tubing part joining the main construction with the 
Eppendorf tube must have an outer diameter that is equal to the inner diameter 
of the Eppendorf tube (8 mm). The main part of the construction is a 25 cm PVC 
tubing of 10 mm diameter (fig. 3, D ). From below it is necessary to attach the 
1.5 ml Eppendorf tube aimed to collect the nematodes (tube-collector), and atop 
another Eppendorf tube with cut conical part is to be inserted (fig. 3, D). The 
upper tube is used as a loop to hang the construction on a hook, for what it is ne¬ 
cessary to pierce a hole in a tube cap for a hook. It is important to foresee the 
section with an additional cootonwool filter before the tube-collector. To arran¬ 
ge such section, an additional cut 1.5 ml Eppendorf tube is used, which is an in¬ 
termediator tube between the main 25 cm PVC tubing part (diam. 10 mm) and 
the Eppendorf tube collector allowing to remove easily the latter from the main 
PVC tube after all nematodes will be collected down. The intermediator Eppen¬ 
dorf tube has to be cut both atop removing the cap and the upper rand, and from 
below removing two thirds of the conical part. The upper end of the intermedia¬ 
tor tube is inserted into the main 25 cm PVC tubing from below, and 1 cm of the 
PVC tubing of 8 mm diameter is put on the cut tip of the intermediator Eppen¬ 
dorf tube. While this narrow 8 mm PVC tubing exactly matching the inner dia¬ 
meter of the Eppendorf tube-collector, the latter may be easily put on the const¬ 
ruction from below (fig. 3, D , G). It is necessary to attach the sticky label to the 
collector tube cap containing the information on the sample or its database code. 
After pouring of the nematode suspension from the chamber into the composite 
tubing construction, the latter is to be hanged in a vertical position on a hook 
passing through a hole in the upper «loop» Eppendorf tube. 


3. CONCENTRATION OF NEMATODES 
IN THE EPPENDORF TUBE VIA A SIMPLE SEDIMENTATION 
IN TUBING SYSTEM 

After the exposure of substratum in the extraction «sieve» chamber (over¬ 
night or more), the chamber must be quickly and abruptly removed from the lo¬ 
wer cup with water (fig. 3, A). To that moment nematodes in mass have already 
passed through the filter and settled on the bottom of the cup. The chamber 
has to be disassembled, the sample substratum and the used filter must be 
thrown away, but the cut cups may be kept for future extractions after washing 
and drying. The water suspension of nematodes in the cup has to stay for 20 min 
to allow nematodes settle down after the chamber removal. Then the upper layer 
of water must be carefully removed until 1 cm depth using a syringe with a fle¬ 
xible tubing replacing the standard needle (fig. 3, B). The flexible tube (from 
a disposable blood transfusion system set, 3 mm in diameter) can be bought to- 
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gether with a disposable syringe at a pharmacy. The tube is to be cut into 
10—15 cm segments used to suck out water. The nematode suspension on 
the bottom of the cup needs a secondary sedimentation to collect nematodes in 
an collector Eppendorf tube. Thus this suspension is poured into the combined 
tubing construction, the latter is to be hanged in vertical position for 1 hr. Du¬ 
ring this time nematodes sink down and they are concentrated in the conical part 
of the Eppendorf collector tube, attached below to the tubing construction 
(fig. 3, D). 


4. THE CONCENTRATION OF NEMATODES INTO THE EPPENDORF TUBE 
WITH AN ADDITIONAL CLEANING OF A SUSPENSION 
WITH COTTONWOOL FILTER INSERTED IN A TUBING SYSTEM 

In some cases all the precautions to keep suspension clean cannot help, and 
mud may occasionally pass through the filter of the extraction chamber. It ma¬ 
kes necessary to clean the already extracted and concentrated nematode suspen¬ 
sion additionally. An approach of additional cleaning of a small volume of the 
concentrated suspension may be done in a tubing construction (fig. 3, G ). This 
approach can be used also to extract nematodes directly from crashed bodies of 
insects avoiding the chamber extraction phase because the total volume of in¬ 
sect does not exceed the tubing construction space. 

The extraction procedure is very similar to the procedure described above for 
the simple sedimentation, with the only exception of input the loose cootonwool 
filter inside of the tubing and extended extraction time, because nematodes need 
additional time to pass the filter compared to the simple passive sedimentation 
in water column under the force of their heavy specific gravity. A loose cotton¬ 
wool tampon is used as a filter, with a size equal to the half-length of the cylind¬ 
rical part of a centrifugal tube. This tampon filter is to be inserted into the cut in¬ 
termediator tube (fig. 3, F , G). To put the tampon in place it is necessary to re¬ 
move the cut tube from the tubing construction and attach tightly this 
intermediator to the collector Eppendorf tube via a 1 cm tubing segment of 
8 mm diameter. 

A column of two Eppendorf tubes (intermediator and collector) must be fil¬ 
led with water or the physiological saline solution (0.9 % NaCl); the saline solu¬ 
tion is to be filled in case of extraction nematodes from crushed insects. Atop a 
cottonwool tampon to be inserted with a help of needle (fig. 3, F ). Then 
the 25 cm main PVC tubing has to be put on the column with the tampon inside; 
a suspension of nematodes is poured into the total tubing construction from abo¬ 
ve and the latter is hanged on an upper loop (a cut tube with a hole) for 4 
(3—5 hr), exactly as in the previous way of sedimentation without a tampon 
(fig. 3, G). For the mentioned time the actively moving worms pass the cotton¬ 
wool tampon thus cleaning themselves from mud particles. The suspension be¬ 
comes clean and suitable both for a vital study under LM or for further prepara¬ 
tion: culturing, DNA probe preparation or a fixation to make the collection sli¬ 
des later. 

The nematode extraction from crushed insects must be done directly in the 
tubing with inserted tampon and not in the extraction chamber (fig. 3, G). To 
extend the period of active movement of nematodes through the cottonwool 
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Fig. 4. Preparation of alive nematodes for extended storage. 

A — extracted nematodes; B — 10 min in vertical position, nematodes settle down in an 1.5 ml Eppendorf tube; 
C — removal of upper layer of water, till 0.5 height of the conical part; D — input of 0.4 % formaldehyde solu¬ 
tion (until 500 pi, i.e. conical part of the Eppendorf tube), to suppress bacteria multiplication; E — placing the 
foam rubber column to increase the water film surface and air content inside the Eppendorf tube; F — nematodes 
spread in foam rubber; G — wrapping the tube head with the Parafilm tape before placing it in a refrigerator for 

storage at 8 °C. 


tampon, water in the extraction-sedimentation tubing is replaced for 0.9 % NaCl 
solution, which is isotonic to hemocoel. In the same isotonic NaCl solution it is 
recommended to crash insects before extraction. 


5. STORAGE OF LIVE NEMATODES 

If nematodes after extraction remain in the Eppendorf tube completely filled 
with water or 0.9 % NaCl solution they can die within 48 hr even in a refrigera¬ 
tor. It takes place because of the bacteria multiplication leading to a deficiency 
of oxygen in a tube. Here below some simple expedients are described aimed to 
increase time to maintain nematodes alive after extraction. 

Nematodes are inhabitants of water films. Because of this it is necessary to 
increase the water film surface and to suppress bacteria multiplication. A 1.5 ml 
Eppendorf tube remains in vertical position for 5—10 min to allow nematodes 
to settle down. Then upper water layer has to be removed with a pipette or syrin¬ 
ge up to the level of one third of the conical part (0.15 ml) (fig. 4, A — C). The 
tube is to be placed into a refrigerator into horizontal position; such position en¬ 
sures the spread of liquid along the tube. This procedure does increase both air 
volume and the water film surface of the suspension within the tube. Using this 
approach it is possible to store the living nematodes in a refrigerator at 8 °C at 
least for 60 days. 

An additional method to store mass quantities of living nematodes extracted 
from laboratory cultures is the artificial water film surface increase via input of 
foam rubber pieces in the tube with nematodes. A common foam rubber from a 
dishwashing sponge is cut to pieces. As in the above-described method, a tube 
with extracted nematodes is kept in a vertical position for 10 min to sink nema- 
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todes down, then it is necessary to remove the upper water layer with a syringe 
leaving 0.5 ml of water (the conical part of the Eppendorf tube). Then the foam 
rubber pieces are to be put inside allowing them to expand in the tube and soak 
excess water. Using this method nematodes may be kept alive in the refrigerator 
at 8 °C for at least 2 months; however, nematodes are gradually dying while ma¬ 
intaining (fig. 4). 

During storage, a share of dying nematodes extracted from laboratory cultu¬ 
res may be significant if the total number of nematodes is large; it is caused by 
the prompt change of the microenviroment conditions compared to the culture 
media and because of a lack of a food source. The largest adults die first, their 
deaths lead to decay and consequently multiplication of bacteria, thus causing 
oxygen deficiency. To suppress bacteria multiplication it is necessary to use 
very low concentration of formaldehyde, which kills bacteria but keeps nemato¬ 
des alive. By experience, such concentration does equal 0.2—0.4 % formalde¬ 
hyde solution in water. The nematode extraction and their concentration are pro¬ 
cessed as described above. The Eppendorf tube is kept in vertical position for 5 
min and then upper water layer is to be removed leaving 0.25 ml of water (a half 
of the conical part of the centrifugal tube). Then the 0.4% formaldehyde soluti¬ 
on is to be added (tenfold diluted 4 % formalin fixative, commonly used) until 
0.5 ml total volume (fig. 4, D ). Then pieces of foam rubber are to be added to 
fill the Eppendorf tube with the nematode suspension, allowing them to expand 
and soak excess water (fig. 4, E , F). A tube has to be marked with a sticky label 
and its cap is bandaged with a Parafilm band or with elastic stretch wrap (fig. 4, 
A —(/). Using this method it is possible to maintain nematodes alive in a refrige¬ 
rator for 6 months at 8 °C . Such long time of storage is economically expedient 
because it can save a lot of working time and expendable materials, which are 
necessary to maintain experimental nematode isolates and genetic strains. 
Pre-adult stages and dauer juveniles of nematodes survive mainly in this way of 
storage; they may be easily multiplied in laboratory cultures. 


DISCUSSION 

The modification of extraction method that is described above was tested du¬ 
ring three years on 3000 samples of wood, plant tissues and soil. This technique 
is enough reliable and efficient according to results. The proposed modification 
of the Baermann funnel completely excludes a funnel itself or any sloping surfa¬ 
ces, but the fibrous cottonwool filter remains the basic element of dynamic divi¬ 
sion of the actively moving nematodes from immovable substratum particles. 
The principle of separation is the same: dynamic passage of narrow actively 
moving worms via pores of a filter with simultaneous sedimentation of nemato¬ 
des under the force of heavy specific gravity of their bodies. 

The earlier not analyzed principle of the action of the routine empiric Baer- 
mann’s technique (fig. 1) in a new modification is illustrated here; the simplifi¬ 
cation usable in field condition is proposed with a simultaneous increase of its 
efficiency: a share of nematodes passing the filter in clean water increases beca¬ 
use all possible contacts of the sticky nematode bodies with sloping surfaces of 
the extraction chamber are minimized; the new technique strictly follows the 
principle that nematodes must sink in vertical water column with abrupt walls. 
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In the classical Baermann version the equipment was made from glass, rub¬ 
ber tube and metal, thus it was voluminous, heavy and fragile which made its 
usage in field conditions not user-friendly. In the proposed here modification all 
compartments are very light-weighted, compact in transportation, simple, reli¬ 
able in use, and cheap; the compartments (tubing, cotton pads and plastic cups) 
can be easily bought in a supermarket and then combined into the extraction 
chamber and tubing system. The equipment may be use as disposable because it 
very cheap, but after washing the laboratory set may be used several times, to 
avoid environment pollution. 

An additional advantage of the method is the possibility to use it by non-pro¬ 
fessionals, even by people without biological background or knowledge, e. g. it 
may be used by the technical staff of the Polar expeditions because the techni¬ 
que allows the «blind» use without obligatory LM study of extracted nematode 
suspension just on a place of survey. 

In addition, the efficient method to maintain nematodes alive for a long time 
without re-culturing is proposed here. It is necessary to create the water film micro¬ 
environment in a tube of storage, removing excess water and adding pieces of moist 
foam rubber. To increase the time of storage up to several months it is necessary to 
suppress the bacteria multiplication in storage tube adding 0.2—0.4 % formaldehy¬ 
de solution: it does kill bacteria but is not dangerous to nematodes. 

Fixation of extracted nematodes for morphological study. The best way to 
fix nematodes for future morphological study under LM is a method of hot fixa¬ 
tion proposed by Seinhorst (1959). I developed a modification of this way of fi¬ 
xation exactly for field conditions far away from laboratory; the protocol com¬ 
bines both a fixation procedure and a method of preparation of permanent col¬ 
lection slides in one description. It will be published soon. 
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